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Four Seniors Win 
Wilson Fellowships 



Parkin fi Problem Solved 

The pledges of Sigma Chi fraternity have Anally solved the park- 
ing problem. Early Sunday morning, they moved Jim Todd's 
small foreign car into the entrance hallway of their fraternity 
house. Standing from the left are pledges Don Yopp, Don Young, 
Jim Duvall, Pete Kurarhek. Bob Catlett. Frank Blackard and Tom 
Kessler. Leading on the car is the owner, Jim Todd. 



om Lexington; ami jutlim urcn^t™- At Henry Clay he was president 

tewart, Soviet studies. North /h'csirJVnrt f hi A of the National Honor Society, a 

Inrleston W Va cheslra. and Ch. Omega sorority. nlember of the All-State Orchestra. 

She received the Ralph Me-.. Student Council. Beta Club. He 
Mary La Bach Is a graduate of Cracken Scholarship for music received the Harvard Book Award. 

Eta Sigma Phi award. Kiwanis 
Cup, and Henry Clay Scholarship 
Medal. 

Michael Morgan, a native of 
Dublin. Ireland, is a member of 
Phi Beta Kappa and has a 3.95 
standing. He served in the C.S. 
Navy from 1956-58 and became 
an American citizen last year. " 

These fellowships pay tuition for 
a year's graduate study plus living 
expenses of $1,500. 



J-School Awards 
Senior High Papers 



High Schools 
Present 24 
One- Act Play 



Lillie Kentucky Derby 

The Little Kentucky Derby 
publicity committee will meet at 
7:30 tonight in Itoom 206 of the 
Student Union Building. All per- 
sons interested in working on 
this committee are invited to at- 
tend. 



Rally , Parades Send 
4 Cotton-Pickers 9 To NCAA 



The University "Cotton-pickers" The parade will form at 6:55 
will be spurred on to victory and p.m. Wednesday between Kin- 
the NCAA championship title at a kead Hall and the physics-chem- 
torch parade and pep rally tomor- istry building. It will then pro- 
row night and send off parade ceed up Hose Street towards 
Thursday morning. Donovan Hall, turn up towards 

SuKy. cooperating with Jack Row ' circ,e and P as " 

Hall, director of men's residence KI f ir and ,ome out on 

halls; the men's and womens rest- ( 1,f ‘ on Avenue to Ros,> slrce ‘ 
dence units; the Interfraternity It will then proceed down Rose 
Council; and Panhellenic will Street to Euclid Avenue, and turn 
sponsor the event. up Limestone Street. It will pass 



behind Holmes Hall between the 
women's dormitories to Harrison 
Avenue and behind the Wildcat 
Orill to Memorial Coliseum. 

The parade will enter the Coli- 
seum from the rear corner. The 
University band will lead the pa- 
rade. 

All organizations and individuals 

Continued on Page 2 



Girl Leaves Home: 
Student Loses Job 



A teenager's desire to run away from home lias cost a 
University student his job. 

William Secrest, 21, has been fired from his position as a 
Fayette County school bus driver for “fraternizing” with a 
17-year-old Bryan Station High School coed. 

Secrest said he gave the girl, urday with contributing to the de- 
Patricia Bailey, a ride to down- i inque ncy of a minor by giving her 
town Lexington Friday morning the r idc. H e was scheduled to ap- 
after she rode the school bus to pear CO urt Wednesday, but Mrs. 
Bryan Station. Bailey said she would drop her 

“I let the girl off at Main and charge against him, now that her 
Upper Streets and drove away,” duughter had been found. 

Secrest said. Secrest was fired by Carl 

The whereabouts of the girl re- fP‘ vrJr ' tou,,t y srh V° l 
mained a mystery until yesterday a “ u ? *“f-rv.sor. »' “fratern- 
afternoon when her mother found Uln * w ““ ‘" r * ,rl 

her downtown. Bpivey said that school regula- 

„ „ , , . , . . tions prohibited fraternizing of 

Mis. Bailey said her daughter bus drivers and students. “The fact 
had taken a bus to Cincinnati. lhut he took lhe glrl 0 „ Khoo , 

‘ apparently became homesic , grounds Wlts the reason I hud to 
and returned to Lexington. let him g0 ,» SpiV ey said, “whether 

Mrs. Bailey charged Secrest Sat- she wanted him to or not." 



I m 

Basketball players, Cotton Nash, left, and Larry 
Pursiful sign autographs for part of over 21)0 
high school journalists who interviewed the two 
players as part of the School of Journalism pub- 



lications clinic. Questions ranged from Nash's 
enrollment in the predental curriculum to Pursi- 
ful's shooting accuracy. 
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Parade 
Planned 
For Cats 



Theologian To Lecture 
On Science And Religion 



Clii Drlla Phi 

Applicant*) for Chi Delta Phi. 
women'* literary honorary, must 
enter not less than two and not 
more than five submissions. 
These should be turned in to Dr. 
Maurice Hatch by noon, March 
19. Entries may include prose, 
poetry, short stories, essays, or 
drama. 



A specialist in New Testa- 
ment studies and its relation to 
Judaism will speuk here twice 
on March 27. 



WATCH FOR 

PORTRAITS 

By 

MARK 

Phone 5-0420 



WBKY Extends 
Music Program. 



Tan Si"inu 

Tau Sigma. University modern 
dance group, will present “Cre- 
ative Dance” at 7 o’clock to- 
night in the F.urlid Avenue 
Pudding. The group will give a 
lei lure-demonstration in cre- 
ative dance; a pantomime, 
"Hubble Gum;” interpretation 
of the work, “Green;” and an 
abstract number Intel preting the 
poem, "llollow Men," by T. S. 
Elliot. 



4TH Wkei 

Rock Hue 
DowsD/ 
Tony Rani 



WllKY’s special program of uninterrupted 
increased its broadcasting time another hour 



yesreroay morning. anticipated what came next. 

WBKY announced Feb. 9 that Therefore, WBKY now has twro 
Kaleidoscope would go off the air tapes going at the same time and 
permanently the following week. J um P 
After this announcement so many 
listeners offered to support the 
program that enough funds were 
raised to broadcast on a half-time 
basis! 

Kaliedosrope was on the air 
from 12-4 p.m. for about three 
weeks. Additional funds tlipn 
made it possible to add another 
hour. The staff also changed 
scheduling to 9 a.m. to 2 p.m. 

The addition of one more hour 
yesterday changed the time from 
9 a.m. to 3 p.m. 

When the announcement was 
made that Kaliedoscope would 
leave the air, a group of listeners 
in a 40-mile range organized a 
"citizens committee for WBKY.” 

Matthew I Barrett, 248 Holliday 
Rd., Lexington, is chairman. 

So far, the largest individual 
cheek' contribution has been S5'9. 

The. largest contribution on a 
'continuous basis is about $30 a 
month. 

WBKY' has received several 
complaints that the music repeats 
too often. To remedy this, they 
■built up their library to 4;} reels, 
or 50 to 60 hours of music. 

Listeners also complained they 
could recognize the sequence, and 



NOW SHOWING 
A Beautiful But 
Violent Story! 



LAST TIMES TODAY 
The King of Kings 



STARTS TOMORROW 
14 Academy Award 
Nominations! 



Friendly Service . . . 

AND THE MOST COMPLETE, TOO! 

SIX LOCATIONS 

n at Upper North Broadway Southland 

ort at Mill Chevy Chase Eastland 

First Security 

NATIONAL BANK & TRUST COMPANY 

MEMBER FDIC 



ifO HcCA*fY$ 



Paul Newman 

The Hustler' 



— and — 

Audrey Hepburn 

Breakfast at Tiffanys' 



Tareyton 
delivers 
the flavor 



1 &S Dinner 
Set Tonight 



) DVAL r t 
FILTER/^ 
DOES/ /] 



The 15tb annual dinner of the 
College of Arts and Sciences will 
be held at 6:30 p.m. today in the 
Ballroom of the Student Union 
Building. 

Dr. M. M. White, dean of the 
college, will review the accomplish- 
ments of the college and discuss 
its pioblems with Aits and Sci- 
ences faculty members. 

Dr. Jacob H. Adler, associate pro- 
fessor of English, will serve as 
master of ceremonies. Guests will 
include the Board of Trustees. 

Entertainment will be provided 
by the University Opera Workshop, 
which will do a selection from 
"Trouble in Tahiti.” 



JUMBO SAYS 



HAVE FOOD 
WILL TRAVEL 
We Deliver 
5 p m.-l :00 p.m. 

(No Charge On 
Orders $2.50 
and Over) 

"If It's On the 
Menu It Can Go' 



'Tareyton's Dual Filter in duas partes divisa est!" 

Slugging Junius ( Pretty Boy ) Cassius takes off the brass 
knucks to enjoy his favorite smoke. 

Says Pretty Boy, “Ecce Tareyton, one filter cigarette that 
really delivers de gustibus. Try Tareytons. Next time you 
buy cigarettes, take a couple of packs vobiscum.” 



ACTIVATED CHARCOAL 
>- INNER FILTER 



PURE WHITE 
OUTER FILTER 



DUAL FILTER 

Tareyton 

t is our middle 



ftoduct 
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Wildcats Grind Out 90-59 Win, 
Share SEC Title With Miss. State 




win In the SEC scoring chase but came as no surprise to many, the 
It was the second half before Nash surprise of thr night was the 
... . „ , performance turned In by Baes- 

secured the mark. He was limited , . . 

ler. He hit eight of 15 shots and 
to eight points the first half by fished with 16. He got 14 of 
Vol Sid Elliot but got 20 after the Kentucky's first 20 points and 
Intermission to finish as high man took up some of the slack when 
with 28. the Vol defense doubled up on 

.. ... Nash and Pursiful. 

Nash finished the season with 

571 points in 24 games for a Senior Roy Roberts registered 
23.8 average and Kerwin wound on iy s ix points but played a big 
up with 509 points in 23 games ro le in the rebounding department 
for a 22.1 average. as he pulled off eight rebounds. 

His output fell 12 short of equal- Nash * ot 15 ■‘‘‘bounds and Carroll 
ing Cliff Hagan's regular-season Burchett 14 as the Wildcats con- 
point total of 583 registered dur- ,rolled the b° ards b 7 a 56 ' 39 mar * 
ing the 1953-54 undefeated season. gln - 

He did better one of Hagan's marks After the Cats had Jumped to a 
however. Nash connected on 10 of quick 8 _! lead Coach j ohnny 

15 field goal attempts and erased _. , „ . ...... 

.. , . # Von « , Sines Vols moved back into con- 

Hagans mark of 139 field goals 

against conference teams. The rec- l ent l° n anc * trailed by only one 
ord set by Nash is 141, two better f 10-9 ► with 13:46 to go in the first 
than the old mark. half. From here the Cats took 

Pursiful hit eight of 13 shots on an °ther scoring run and 
and bettered another Hagan mark when Nash hit a jump shot with 
and one held by Bennie Coffman. 5:46 showing on the clock. UK 
The Four Mile product finished had a 29 _ 18 marg)n . 
with an accuracy mark of 50.83 

on 184 fielders in 362 shots, which The biggest lead in the first 
topped Coffman’s mark of 50 per- half was just before the half at 
cent. For SEC uames Pursiful hit 42-27. 



ONE DAY LAUNDRY AND 
DRY CLEANING 

At No Extra Cost 



SAVE 15% 

ON CASH AND CARRY 



The win was the third the 
Cats had registered over the 
Vols this year, giving them a 
22-2 mark for the year and a 
13-1 showing in the league fight. 
Tennessee finished the season 
with a 4-19 Hu rt and I I I BBC 
showing. 

The title is UK's 20th since the 
league was organized* in 1933. 

Nash needed only 13 points to 
finish ahead of Tulane’s Jim Ker-. 



Serving the Students for 47 Years 



Nash finished with 28, followed 
with Pursiful with 19. Baesler 16, 
Burchett 10, Allen Feldhaus and 
four and Doug Pendygraft one. 



PHONE 4-2366 



LIME & EUCLID 



CAGE BANQUET 
TO BE MARCH 27 



LUCKY STRIKE 
presents: 



The Kentucky basketball ban- 
quet will be held in the Student 
Union Building on March 27. Tic- 
kets are available at the Coliseum 
ticket office for $2.50. The event 
starts at 6:30. 

An outstanding guest speaker, 
not yet named, will address the 
gathering and varsity letter win- 
ners and freshmen numeral win- 
ners will be announced. 

Two trophies will also be award- 
ed. 



‘PARENTS 



WEEKEND 



“Mom! Pop! Come on in 
and meet my roommates.' 



f “ We wanted you to be the first 
to know, Mother . ..Mother? Mother?' 



1 1 it felt Injured 

Tom Hutchinson, UK's All- 
Southeastern end, has his left foot 
in a cast because of a track in- 
jury suffered during the weekend. 

The New' Albany, Ind., end pulled 
a ligament and chipped a bone 
practicing the hurdles. .It's be- 
lieved he will be ready to partici- 
pate in spring practice, which 
starts as soon as spring vacation 
is over. 



Raking 111 Tin* .Money 

TULSA, Okla. bPj — Virgil W. 
Hough land, self-styled King of the 
Parking Meters has left for more 
fertile fields in the West. 

For three months, he raked grass 
around parking meters searching 
for dropped coins. He figured he 
netted $425 from his work on 21,000 
meters. 



“Now you boys see that 
my Jimmie gets to bed 
by 10:30, won’t you?” i 



J “I'm afraid your father’s a little 
burned up about your grades, dear. 



'ARRRGH! 



PRESCRIPTION 

SERVICE 



A Prompt 
A Reliable 



RAPID 

DELIVERY 

SERVICE 



\MCfW 

SlWtt 



BREAKING THE ICE FOR DAD. When Dad comes to visit, help him bridge the 
years with questions like this: “These old ivy-covered buildings never change, 
do they?" “Say, aren’t those girls the cat’s meow?” “Dad, do you remember how 
great cigarettes used to taste?" Then inform your Dad that college students stHI 
smoke more Luckies than any other regular. He will realize that times haven’t 
really changed. He’ll be in such good, youthful spirits that he’ll buy you a carton. 



Fountain Service 

Open 7:30 a.m. to 9 p.m. 
Sandwiches and Short Orders 



WILL DUNN 

DRUG COMPANY 

Lime and Maxwell 

4-4255 



d get some taste for a change! 



CHANGE TO LUCKIES on 



Product 



it our middle name 
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Different Kind Of War 



Talks of nuclear weapons stores, 
nuclear tests in the atmosphere, and 
nuclear test ban treaties have turned 
tli| thoughts of many people to the 
prtiblem of surviving with military 
mfght. 

William L. Shirer, author of “The 
Rjse and Fall of the Third Reich,” 
hinted in his lecture here that the 
Russians probably do not want war 
any more than we do. He seemed 
to think we will have our biggest 
problems in learning to live at peace 
with the Russians. 

The Russians show that they real- 
ize the futility of total war in a nuclear 
age by the ideas set forth in the 
Communist Party program adopted 
last fall for the ideological guidance 
of all communists. 

In this program, these words are 
found : 

“Peaceful coexistence serves as a 
basis for the peaceful competition be- 
tween socialism and capitalism . . . 
and constitutes a specific form of class 
struggle between them. As they con- 



sistently pursue the policy of peaceful 
coexistence, the socialist countries are 
steadily strengthening the positions of 
the world socialist system in its com- 
petition with capitalism. 

“Our effort, whose main content 
is the transition from capitalism to 
socialism, is an effort and struggle 
between two opposing social systems 
... an effort of the transition of more 
and more people to the socialist path, 
of the triumph of socialism and com- 
munism on a world-wide scale.” 

The implications in these para- 
graphs of the party program are 
simple. They rededicate the Soviet 
Union to the struggle between com- 
munism and democracy. The ultimate 
aim of the Soviets is still to control 
the world. They do not propose peace 
when they speak of “peaceful co- 
existence.” They simply propose war 
without guns. 

As students, we have the best op- 
portunity now that we will ever have 
in our lives to learn to deal with the 
communists in “peaceful coexistence.” 
Will we waste our opportunity?” 




— Susy McHugh 



. . fl hat Hallucinations ?* . . 



The Only Alternative 



Campus Parable 



By THE REV. ELMER MOORE 
Newman Club Chaplain 
Maturity is not something that 
arrives overnight. It doesn’t come in 
the mail in a package from home. 
It is not given in classroom lectures. 
It is something that is often tested 
and all those with whom we come 
into contact are grading us constantly. 

Religious maturity is no exception. 
It doesn’t arrive spontaneously over- 
night. It does not come in the re- 

University Soapbox 



ligious package of family tradition 
that comes from home. It does not 
come with hearing a sermon or read- 
ing a book. Yet, it is often tested— 
tested and rated every moment in 
our personal efforts and social rela- 
tionships. How is it achieved? 

(This week I want to present you 
four related considerations that I hope 
will build to a climax and a rich 
conclusion that is easy in application 
but difficult in achievement.) 



Suggestions made by the Univer- 
sity’s coordinator of campus planning 
to close Rose Street to through-traf- 
fic seems to have merit from one 
point of view— that of the University. 
As much as we would like to see the 
day when UK personnel and stu- 
dents would not he forced to con- 
tend with the bothersome Rose Street 
congestion, it hardly seems feasible 
to expect such a thing because of the 
kinks it would throw into the Lexing- 
ton master traffic plan. 

Lexington Traffic Engineer J. M. 
Heidenreich thinks Rose Street widen- 
ed to four lanes woultl help alleviate 
the tangled traffic conditions near the 
campus. But Lawrence Coleman, UK’s 
campus planner, wants to close off 
Rose from Washington Avenue to 
the Limestone confluence, making 
Rose the main artery to the campus. 

We do not see that this plan would 
in any way solve the problem of 



Lexington’s traffic tieups, bottlenecks, 
and slow-moving traffic, although 
certain problems at the University 
woultl be solved. 

v-' > Mr. Coleman’s plan would make 
it necessary to rearrange the entire 
traffic plan in the University area. 

Even though Mr. Coleman’s plan 
woultl be beneficial to the Univer- 
sity, we contend such an arrange- 
ment would foul Lexington’s master 
traffic plan. The only workable solu- 
tion seems to be a Rose Street 
widened to four lanes. 

Kernels 

Tis not the dying for a faith that’s 
so hard . . . ’tis the living up to it 
that’s difficult.— William Makepeace 
Thackeray. 

• • • 

He is stupid, like all heartless peo- 
ple. For ideas do not come from the 
head but from the heart.— Heinrich 
Heine. 



Liberal , Conservative Views Need Explanation 



By JIM SVARA 

To The Editor: 

The discussion of conservative and 
liberal political philosophies initiated 
in Tuesday’s (March 6) Kernel is a 
commendable project. A great amount 
is written and spoken about this sub- 
ject, but unfortunately most of what 
both conservatives and liberals say 
is aimed at each other. 

If the series in the Kernel rises 
above mutual aggravation, perhaps 
we can have some clear statements 
about the positive viewpoints of each 
side. If this is to he accomplished, 
the topics must he limited to more 
specific areas of disagreement, and 
these must he discussed on a rational 
instead of an emotional basis. 

Prof. P. L. Mellunbruch’s article 
introduced the subject of major dis- 
agreement betw'een the two philos- 
ophies; however, it contained some 
conservative emotional lines which 
must be challenged at the outset of 
this discussion. 

In the first place, it seems the con- 
servatives have gotten enough mile- 
age from the “individual freedom and 
individual responsibility” cliche. In- 



deed, this ideal lies at the foundation 
of democratic political philosophy. 
However, some people no matter how 
much responsibility they have are un- 
able to succeed because of condi- 
tions far beyond their control. 

There is a current joke in which 
Barry Coldw’ater is walking through 
a slum and approaches a miserably 
bedraggled woman holding a baby 
in ragged clothing. “Woman,” he said 
to her, “if you had any initiative, you 
would inherit a department store.” 

Fundamental changes in the na- 
ture of industry and agriculture have 
displaced thousands of people from 
the only kind of work they are able 
to do. 

Prof. Mellenhruch demonstrated 
the deftness which conservatives have 
in offering simple patriotic answers 
to complex problems. Liberals, on the 
other hand, must find practical an- 
swers to these problems since they 
are in power, and in so doing they 
have tended to consider centralized 
programs the most effective (or most 
expedient) way to solve some prob- 
lems. 

The question of centralized versus 



decentralized government is the 
fundamental point of disagreement 
between the two groups. 

Prof. Mellenhruch and one school 
of political scientists believe that a 
“left-wing bureaucracy is not the an- 
swer.” There is a strong case for 
this viewpoint. But needless to say 
there is an equally strong case for 
centralized government. 

In “American Democracy in The- 
ory and Practice,” the problem is 
summed up as follows: 

“The question is how to preserve 
the vitality and competence of local 
governments and, at the same time, 
improve the nation’s capacity to deal 
with national problems.” (page 115) 
This problem should be discussed by 
experts in political science, and 1 hope 
that future issues will carry such 
a discussion (including, for heaven 
sake, the relation between centralized 
government ami individual freedom.) 

Besides this topic, there is an- 
other which should lie discussed. 
Frank S. Moyer in the Feb. 27 issue 
of Natoinal Review charges that lib- 
eral* by the nature of their political 
philosophy are unable to combat com- 



munism as they did fascism before 
and during World War II. 

Since this charge is lieing hurled 
quite often from the right, it needs 
to be debated on the basis of such 
definite charges as those made my 
Mr. Meyer. 

If future dsicussions contain claims 
and charges substantiated logically 
and factually, the Kernel will have 
taken a step in clearing up the 
muddled confusion about liberalism 
and conservatism. 

Kernels 

A man who was far behind in his 
car payments received a letter from 
the finance company. “Dear Sir,” it 
said, “What would your neighbors say 
if we came and repossessed your car?” 

Back came the reply: “Dear Sirs, 
I took up the matter with my neigh- 
bors and they all agree it would he 
a pretty rotten trick.”— Catholic Di- 
gest, from Wall Street Journal. 

• • • 

Truck drivers know that they al- 
ways have the right of weight.— Cath- 
olic Digest. 
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CONSERVATIVE: 



‘ Realistic ’ Liberals 
Called Conservative 



By MR. E. E. EVANS 
Instructor Political Science 
The diversity of attitudes with- 
in the ranks of so-called liberals 
and conservatives alike should 
alert us to the need for caution 
in assigning people to either group. 
A case in point is the first state- 
ment of the "liberal" position ap- 
pearing in this series; for it ldeh- 
tifies views that I would ascribe to 
conservatism as "realistic liberal- 
ism.” Now. to an avowed conserv- 
ative, such a term seems a con- 
tradiction, or perhaps a tacit ad- 
mission that realistic liberals are 
crypto-conservatives. But, granting 
the difficulties involved, it is still 
possible to make meaningful dis- 
tinctions. 

Of particular interest to the stu- 
dent of politics is the conservative 
view of human nature. Notwith- 
standing "realistic liberalism” 
• which, I again suggest, appears to 
be conservatism marketed under a 
private brand), a distinguishing 
characteristic of conservatism is 



the acceptance of the fact of 
human frailty. The conservative 
knows that, though we are capable 
of virtue, we have a propensity for 
evil, and that our conduct is more 
apt to be characterized by egoism 
than altruism. Further, he realizes 
that our reasoning capacity is like- 
ly tp be idle a good deal of the 
time — that we are more inclined to 
rationalising than to rationality. 

This Judgment causes the con- 
servative to be chary of political 
power. Luke most, the conserva- 
tive believes that the purpose of 
society is to enable its members to 
lead “the good life," to be happy. 
But, says the conservative, the 
standards of "the good life" should 
be largely a matter for individual, 
not social determination. The tom- 
munity is composed of individuals 
and associations having different 
legitimate inteiests and opinions, 
all with the right to have certain 
expectations relative to the bene- 
fits to be derived from society. The 
conservative "would say some at- 



tempt should be made to allocate 
the rewards of society on the basis 
of merit, that is achievement or 
contribution. Government, then 
should see to it that there is an 
opportunity for the realization of 
these various legitimate claims. 
However, human behavior being 
what it is, there is the danger that 
those possessing political power will 
use It to exploit those who do not. 
The conservative sets great store 
by the lessons of history, and re- 
corded human experience clearly 
demonstrates the corruptive influ- 
ence of power. It follows that no 
part of the community should be 
given complete control over the 
rest. Neither a guardian bureau- 
cracy nor a popular assembly 
should be vested with absolute 
power. Instead, political power 
should be shared to the extent that 
a balance is achieved among the 
various interests, all parts Qf the 
community enjoying the assurance 
that their rights will be respected. 

Our own Constitution is a con- 



servative document. It provides a 
complex system of checks and bal- 
ances for the protection of minori- 
ties — the Founding Fathers were 
not disposed to rely upon the self- 
restraint of the governing group. 
Ardent democrats will object to 
this arrangement because it af- 
fords the possibility of minority 
vetoes of public policy. But how 
many of us are really willing to 
place our fate in the hands of un- 
checked majorities? I would not 
expect many affirmative answers, 
for I believe that we are basically 
a conservative country. 



Portraits by 
CURTIS WAINSCOTT 
of 

Spengler 

Studio 

Make The Perfect Gift 
That Only You Can Give 

Corner Main and Limestone 



PHONE 2-6672 



LIBERAL: 



6 A Means Of 
Doing Something ’ 



By DR. ROBERT O. EVANS 

Associate Professor Of English 

Liberalism is a belief in the 
value of the human personality. 
It is also a belief that progress 
lies in free exercise of will, anil 
accordingly that the best so- 
ciety favors emancipation of 
man in order to exercise his 
will. 

Liberalism abhors abuse of pow- 
er, believes man must fulfill his 
innate capacities, adds as corollary 
that education is a means of doing 
so, hence recommends equal op- 
portunity for all. It is incompatible 
with socialism, creeping or doctrin- 
aire, for socialism disbelieves in in- 
itiative and surrenders responsi- 
bility before the inexorable forces 
of economic systems. It is irrevo- 
cably opposed to communism and 
the materialism from whence it 
flows. 

Liberalism is not dedicated to 
peace at any price; it is the poli- 
tics of a Byron dying in Greece, or 
the protest of a Whitman singing 
of himself. It is a 19th century 
dream born of the revolutionary 
emancipation movements that 
arose in the aftermath of the 
French Revolution, in America 
born of self-reliance of frontiers- 
men carving a new nation out of 
a wilderness. In 19th century Eng- 
land it was a political party under 
which diversity of opinion was 
often venerated. Today it is bank- 
rupt. 

No one believes in ‘classical’ lib- 
eralism any longer. Two major 
wars and the shadow of a third 
which may destroy civilization 
have ended it in everything except 
name. Emersonian self-dependence, 
or the civil disobedience of Thor- 
eau, have ceased to have political 
existence. Which of us can rec- 
ognize the ghost from the past in 
suburbia, income taxes, social 
security, private and public health 
insurance, or the supposedly liberal 
ideal of complete security from the 
womb to the grave? 

When it could no longer solve 
problems that nurtured it in the 
first place, liberalism ceased to 
exist. 

History has shown us that the 
Wilsons and Roosevelts wouldn’t 
make the world safe for democ- 
racy, and perhaps no human being 
had a right to expect so much. Is 
it the fault of liberalism that it 
concealed a chimera? Utopia can- 
not be programed. As soon as one 
set of problems is solved or for- 
gotten, or passed into the sweep 
of history, another always arises. 
That is the nature of man. 

Shift the middle class from 
cities and proximity to unhealthful 
slums to suburbia, and soon we 
need a battalion of moralists to 
protect the family from the pleas- 
ures of a Saturday night. These 
are lessons of our society. The 
hope is that it is our solutions 
which have proved inadequate, not 



the struggle to solve itself. But is 
it not possible that the City of 
God cannot be built of bricks and 
mortar at all? 

Nevertheless, all but the stern- 
est opponents admit that the after- 
math of liberalism has left us ma- 
terially improved, though we may 
argue about the benefits of tele- 
vision and automobiles. The trouble 
with 19th century liberalism was 
not that it upset an established 
order; indeed the cry of equal op- 
portunity for all never, except in 
moments of insanity, meant that 
we were all alike. Nor was it that 
liberalism became cowardly and 
refused to attack order; no one 
but the communists, who write 
their own history, makes that 
claim. The trouble with liberalism 
was essentially that it confused 
ends with means, principles with 
expediency, laws with rules, gods 
with men. 

Eventually the ideals disappear- 
ed in a welter of alterations rec- 
ommended for the sake of change 
itself. 

In the sense that liberalism be- 
came a political code it brought 







about its own demise by preach- 
ing a togetherness that gets things 
done and forgetting the separate- 
ness of human creatures. Liberal- 
ism has always been a means of 
doing something Instead of a real 
political philosophy. In its haste to 
encompass the downtrodden and 
give them liberty it encouraged 
license and forgot responsibility. 

Man is a fallen creature. We do 
not need the Bible to tell us so; 
history is clear. When he forgets 
his nature, he cannot achieve suc- 
cess. If the Democratic Party in 
the United States is the heir of the 
liberals of the last century, it has 
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gathered a strange inheritance, for 
it has lost, the ideal of .personal 
liberty. It has disappeared in the 
struggle for security. And the ideal 
of equality, to which we pay lip 
service, seems also to have dis- 
appeared. with the invention of 
government by millionaires iwho 
else Can afford the necessary TV 
exposures to win an election?), as 
the ideal of making the most of 
one’s potential has given way f 
before the perverted belief that ! 
there are after all no differences 
and we should all be nourished in 
some nightmarish Orwellian fancy. 
And the idea of responsibility has ; 
long been forgotten. Prevent, O 
Lord, cry our mothers, our chil- 1 
dren from learning about sex, as ' 
they push 10 year olds into the 
byplay of courtship called dating, i 

The list of madnesses that de- 
scend from liberalism, as it reaches 
us through the course of a century, 
is a long one. "I cannot praise a 
fugitive and cloistered virtue," Mil- 
ton cried in Areopagitica, and "li- 
cense they mean when they cry 
liberty," in a sonnet. Of course we 
must protect our young ; that, too, 
is our nature. But we need free- 
dom to survive; we must believe 
that will is free, whether as lib- 
erals or existentialists or orthodox 
Christians. And we must accept 
responsibility for free decisions. 
That is the real inheritance of lib- 
eralism, the worthwhile remains, 
which the liberal of today — is there 
really such a man?— must use to 
found again a new nation under 
God. 

It may be that Christianity is 
not the true religion; even its be- 
lievers are not always convinced. 
But Christian democracy; that is, 
a form of government which is | 
partly the heritage of 19th century 
liberalism plus the ideals of Chris- 
tian conduct, promises the most 
hopeful— and prayerful — road for 
the immediate future. If that can 
be liberalism, then I subscribe. 

(EDITOR'S NOTE: Over the I 
next four weeks the Kernel will 
present a series of articles in which j 
several professors have been asked 
to associate themselves with that 
particular political ideology, con- 
servatism or liberalism, whichever 
is most sympathetic to their opin- 
ion. 

However, such association is 
merely for the purpose of classi- 
fication and does not require either 
of these writers to adhere to either 
of the ideologies per se. 

These articles are not to be 
I miked upon as a debate between 
two points of view, but rather as 
an expression of the individual 
professor on politics and govern- 
ment. 

The purpose of such articles is 
to present to Kernel readers the 
knowledge and experience of our ' 
faculty, and not necessarily the 
express views of the Kernel. 

These articles are, with the full 
consent of the writers, subject to 
discussion and criticism by the 
student body. 



( Author of "I Was a T eta-age Dwarf, “The Xiang 
Loves oj Dobie Uillis", etc.) 



THE GRASS IS ALWAYS GOLDER 

i The academic world, as we all know, is loaded witlf dignity and 
etliics, with lofty means and exalted ends, with truth and beauty. * 
In such a world a heinous thing like faculty raiding colleges en- 
ticing teachers away from other colleges is not even thinkable. 

However, if the dean of one college happens- purely by 
chance, mind you to run into a professor from juiot tier college, 
and the professor happens to remark just in passing, mind you 
— that he is discontented with his present position, why, what's 
wrong with the dean making the professor an offer? Like tho 
other afternoon, for instance, Dean Sigafoos of (!ra(ismiro 
Polytech, finding himself in need of a refreshing cup of oolong, 
dropped ki quite by chance at the ' Discontented Professors 
Exchange where he discovered Professor Stuneros from, the 
English Department of Kroveny A and M sitting over a |w>t of 
hqisang souchong and shrieking ‘‘I Hate Kroveny A and M!”, 
Surely there was nothing improjier in the dean saying to tho 
professor, “I.ennder, perhaps you’d like to come over to us. I 
think you’ll find our shop A-OK.” 

(It should be noted here that all English professors are named 
I-eander, just as all psychics professors are 'named Fred. All 
sociology professors are, of course, named Myron, all veterinary 
medicine profi*ssors are named Rover, and all German professors 
are named Hansel and Gretel. All deans, are, of course, named 
Attila.) 

But I digress. Ixawider, the professor, has. just lieen offered a 
job by Attila, the dean, and be replies, “Thank you, but I 
don’t think so.” 

“And I don't blame you,’’ says Attila, stoutly, “I under- 
stand Kroveny has a fine little library.” 

“Well, it's not too bad,” says Leander. “We have 28 volumes 
in all, including a mint copy of Nancy Drew, Girl DrUrtiie." 

"V ery impressive,” says Attila. “Us now, we have .’Ml million 
volumes, including all of Shakespeare’s first folios and the Dead 
Sea .Scrolls.” 

“Golly whiskers,” says Leander. 

“But of course,” says Attila, "you don’t want to leave 
Kroveny where, I am told, working conditions are tiekety-boo,’’ 

“Oh, they’re not too bad,” says leander. “I teach 19 hours 
of English, 1 1 hours of optometry, ti hours of forestry, coach the 
fencing team, and walk Prexy’s cat twice a day.” 

“A full, rich life,” says Attila. “At oqr schooj you'd l>e some- 
what less active. You’d tench one class a week, limited to four A 
students. As to salary, you’d start at $oO,(KX) a year, with • 
retirement at full pay upon reaching age 29.” 






“Sir,” says leander, "your offer is most fair but you must 
understand that 1 owe a certain loyalty to Kroveny.” 

"1 not only understand, I applaud,” says Attila. “But before 
you make a final decision, let me tell you one thing more. We 
supply Marlboro cigarettes to our faculty— all you want at all 
times.” 

“Gloryosky !” cries launder, bounding to his feet. “You mean 
Marlboro, the filter cigarette with the unfiltered taste — 
Marlboro, the cigarette with letter makin’s — Marlboro that 
comes to you in (jack or box — Marlboro that gives you such a 
lot to Ubf” 

“Yep," says Attila, “that’s the Marlboro I mean.” 

“I am yours,” cries Leander, wringing the Dean's hand. 
“Where do 1 sign?” 

"At the quarry,” replies Attila. “Frankly, we don't trust 
pa|« r contracts any more. We chisel them in marble.” 

* * * a IIM2 Mu Shut man 

Stonecutters cut it in stone, woerdcutters cut it in wood, 
seamstresses embroider it in doilies: you get a lot to like 
in a Marlboro— filter, tluvor, track or box. 





THE ONLY BANK 
IN LEXINGTON 
OPEN 'TIL 4 P.M. 
WEEK DAYS 

SATURDAY 'TIL NOON 
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Social Activities 



\oi is i substitute Posthumous A ward 

NEW YORK </TV- Cathryn Da- 
mon emerges from standby assign- B " around Key Clubber of the 
, , . , Kentuckv-Tennessee District of 

merits with a role of her own in Rey c)ubs , s a , ad wbQ dldn . t make 

"A Family Affair, ” musical due on the convention. The Kiwanis-spon- 
Broadway in January. sored high school service organiza- 

The titian-tressed actress pre- tlon votcd the ho,lor to F * |pd FI V. 
viously has been utilized as a sub- 1®- °f ShelbyvUle, Tenn., who was 
stitute for Ethel Merman, Owen kl,led in “ traffic accident three 
Verdon, Florence Henderson and d ®y s before the district spring 
Julie London. convention began. 



Delta sorority. Other officers in- Bruce 0 
DpSSertS elude: Martine Noojin, first vice Carnot. 

president; Irma Strache, second Charles 
_. „ Sigma Nu vice president; Jerry Sue Sanders, 

Sigma Nu fraternity entertained corresponding secretary J 

Delta Delta Delta sorority Thurs- MarRaret Ann Brown record . ., prry 
day night with a dessert at the lng secre tary; Laura Webb, treas- lish ma 
chapter house. urer; Sara Jane Byers, rush chair- member 

AT G man; Carolyn Young, chairman of sorority, 

Alpha Tau Omega fraternity will names; Helen Wilson, house pres- 
entertain Alpha Delta Pi sorority ident; Anne Todd, librarian, 
with a dessert tonight at the chap- Marilyn Dixon, chaplain; Sue 

ter house. Ellen Grannis, altruistic chairman; 

Jam Session Inga Riley, activities chairman; 

Delta Tau Delta fraternity en- Carol Wasson, editor; Judy Clift, 
tertained its sister sorority, Delta scribe; Shearer Hart, public rela- 
Delta Delta, Saturday with a Jam tions. 

session at the Congress Inn. Nancy Nickel], art chairman; 

Slumber Party Lois Garnett, guard; Linda Moran, 

Kappa Alpha Theta and Delta son & Racier ; Ann Neurath, intra- 
Delta Delta sororities held a slum- rnurfl l s chairman; Pauletta Owens, 
ber party Friday night. Half of soclal chairman; and Phyllis How- 
the actives from each house spent ardl standards chairman, 
the night at the other sorority Sigma Alpha Epsilon 

house. Sigma Alpha Epsilon fraternity 

recently elected Joseph Sprague, 
president. Other officers include; 

Philip Hutchinson, vice president; 

Lambda Chi Alpha Pledges Michael Ertel, 



Physics (lull 

The Physics Club will meet at 
7:30 tonight in Room 208 Pence 
Hall. 

Nominations for next year’s 
officers will be held and a film 
on Lt.-Col. Glen Shepard’s flight 
will be shown. 



Southland Shopping Center 



HAPPY HIKER — VELVET STEP SHOES 
For Ladies and Girls 



Elections 



CITY CLUB — WESTBORO SHOES 
For Men and Boys 



secretary ; Jim 
The pledge class of Lambda Chi Thomas, treasurer. 

Alpha fraternity recently elected Marvin Dunn, correspondent; 
Gary Pardo, president. Other of- Joe Strong, warden; David Cll- 
ficers include; Stephen Fields, ness, chaplain; Oregg Bailey, as- 
vice president; Roger Ewing, sec- sistant treasurer; Robert Pinson, 
retary. social chairman; John Paul Brod- 

Oerald Patterson, treasurer; Wil- erson. pledge trainer. 

Ham Baxter, social chairman; and Philip Hutchinson, intramural 
William Frazier, athletic director, manager; Charles Kirk and Rob- 
Signia Alpha Epsilon Pledges ert Roach. Interfraternity Council 
The newly elected officers of representatives; Woody Reynolds, 
Sigma Alpha Epsilon pledge class song leader; Philip McBrayer, 
include: Darrell Hill, president; house manager; Gary Williamson. 

Don Coffman, vice president; Dave publicity chairman. 

Clarke, secretary; Carl Hurst, cor- Charles Russell, scholarship 
respondent. chairman; Charles Kirk, rush 

Mike Cox, song leader; Warren chairman; Mark Steele, steward; 
Hougland, social chairman; and and John West, house committee 
Robert Rankin, Interfraternity chairman. 

Council representative. Tau Rappa EpgiIon 

Alpha Gamma Delta Tau Kappa Epsilon fraternity 

Diane Marek, was recently elec- recently elected Joseph Oatson. 
ted president of Alpha Gamma president. Other officers include: 



CLASSIFIED 



OPEN FRIDAY NIGHTS TIL 9 P.M 



WANTED- Part-time appliance and TV 
salesman. Salary plus commission. Cat 
necessary. Apply in person. Master's 
Radio and TV. 816 Euclid Ave. See Mr. 
Abbott. 7M4t 



MISCELLANEOUS 

ALTERATIONS — Skirts, dresses, coats. 
Reasonable rates. Phone 4-2019 or leave 
at Robert's House, 109 Cooperstown. 

9M20t 



MONDAY THRU FRIDAY 
NO ADDED COST 



For The Finest In 



CONTACT 

LENSES 



KRAUSS 

OPT IK 



LAUNDRY & DRY CLEANING 

Phone 3-0235 



265 Euclid Ave. 
Next to Coliseum 



15% Discount 
Cosh & Carry 



183 N. UPPER 
Phone 4 8083 
By Appointment 



men recommend i 



men 



KENNEDY'S 



Large Enough to Serve You 



Small Enough to Know You 



Complete 

Banking 

Scrvica 



All Account* 
Insured 
Te $10,000 



Cool, clean Old Spice Alior Shove lohon always 
gets you off to a fast, smooth start Feels just as 
good between shoves os it does after shoving 
Rates A-OK with dates. ^ 

s h u lto N 



AFTER SHAVE 
LOTION 
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Catfish Annex State Crown 
Bailer Wins Two Events 



UNIVERSITY HEIGHTS 



CHURCH OF CHRIST 



ONE BLOCK FROM U K. — 328 CLIFTON 



Coach Algie Reece's Catfish, led Uolrlough of Union in the 200- >™ d 5 u Conl 

by seniors Skip Bailer and Teddy yard backstroke and Dan Morris imi-yard 'suiter! 
Bondor, won the Kentucky Inter- of Eastern in the one-meter B " ,1d " r * t , c 

collegiate Swimming Champion- diving. iNew state Recor 

ships title at Memorial Coliseum Bondor broke the most outst and- L |*T*i 

last weekend. ing record when he bettered the ili, b Wightm.m 

Kentucky scored 90 points to breaststroke record. Bondor's time :5 ^4ardkTe , hsir 
take the crown and was followed of 2:32.7 over the 200-yard dis- 2 Meredith 'Li, 3 
by Louisville (72), Union (65), tance bettered a mark he had set 2^33 s *’New"sute 
Eastern (51), Transylvania (14), earlier in the meet by four sec- n»-y»rd free«ty 
Bellarmine with eight and the onds. He covered the distance in 5 ' *WeUnd ir 

Kentucky freshmen with four. Friday's heat in 2:36 6 but improv- 5 :mb New stair 
Records fell In every event but ec * that mark Saturday and came 2 .*f^nther *i *?*3 
the 220-yard freestyle and diving, within one-tenth of a second of kewrfjSq 5. o*br 
In which point records are not the pool record, 
consideied. Miles Kinkead tied a UK record 

Everyone of the Catfish had a when he finished third in the indi- 
hand in the scoring but Bailer vidual medley with a time of 2:35.0. 

was the only double winner for Larry Alaban shares the mark, 

UK. He won the 220 and the 440 The summary: 

I .YW-m^tfr frfMlylf — 1 Orunw.ild 
' ¥cnw ' „ i K • . 2 Vetter *E». 3 Boeh ‘Ki. 4 Mit- 

Two other swimmers — Louis- rheii <ei. s Maker iui. «. Sauseien <U'. 
ville's John Abbott and Transyl- ecnrd ' ,Event co "- 

Vania’s Danny Hill— were double Ut-yard mcdie, reu> i. Lm,i, v m e 
Winners. Abbott won the 200-yard 'Meredith. Panther. Abbott. Bohrow * . 2 

, nnn . Kentucky. 3. Eastern. 4 Union. 5. Bell- 

illdlMdual medley and the 200-} aid nrmlnf . 4:19.0 (New State Record i. 

butterfly while Hill captured the rto-yard freestyle— 1. Bailer IKI. 2 
50 and 100-yard freestyle races, sturgeon ili. 3 Vetter 1 * 1 . 4. i-oenco 
... . , / . .. i Li, 5. Selswerdu 1 U 1 . 6. Trammell 'K'. 

Abbott was also a member of the 2 24 . 0 . 

Cardinal 400-yard medley relay , "'T\vr"hV rl TKi 1 ‘ HiiniX 2 . Swenk 
team. s Cordner lUt. :24.0 (New State Record'. 

Kentucky’s team of Chad Wright, too-yurg individual medley ->• Abbott 
_ , _ . , 'Ll. 2. Colclough lUi. 3 Kinkead 'K-. 

Bncky Teeter, Tom Grunwald. and 4 nogowski e>. 3 . Waddell iu>. «. 

Bailer took the 400-yard freestyle. Arre -ki. 2 243 .New State Record' 

, * _ ' l-mrtrr fsnry diving —1. Morris 'E'. 

Other winners were Bucky 2 . Lawson iUl. 3. Karsner .K>, 4 Irc- 



SUNDAY: 

Classes For All ... 
Worship 

WEDNESDAY: 

Ladies' Bible Study 
Classes For All 



HARMON CALOWELL, Evangelist (Phone 7-5588 or 3-2989) 



A New Testament Church with Nothing to Offer 
Except the Teaching of Christ 



IJk Swimming Hosier 
Varsity, 1%2 



•Ricky Arce, senior. Ind. Med., BKS. 

Pnz. Bolivia 

•Skip Bailer, senior, FS. So. Ft. Mit- 
chell 

•Teddy Bondor. senior, Ind. Med., BS. 
Budapest, Hungary 

•Jim Duvall, junior. FS. Greenville 

Don Evans, junior. FS. BKS, Middles- 
boro 

Tom Grunwald. sophomore, BF, FS, 
Louisville 

Bob Karsner, sophomore. Dlv., Lexing- 
ton 

Miles Kincaid, sophomore. BS, Louis- 
ville 

Bob Penn, sophomore. BS. Frankfort 

Tom Sentt, sophomore, Div., Frankfort 

•Buck Teeter, junior. FS. Guthrie 

Jim Trammell, senior. FS. Somerset 

•Chad Wright. Junior. FS. BKS. Dan- 
ville 

BF. Butterfly; BS. Breaststroke; BKS. 

Backstroke; FS. Freestyle; Div., Diving. 

• Denotes returning lettermen. 

Coach: Algie Reece • 12th year) 

Home Pool Memorial Coliseum Pool. 



BAND AGENCY 



Phone: 2-5529 



Manager: Joe Mills 



JAM SESSIONS — FORMALS — DESSERTS 



House Rockers Temptations 

Pace Setters Eldorados 

Thunderbirds Continentals 

Many Others 

At "Boyd Hall" Saturday Night 



Tommy Wilson, one of Tennessee’s guards, reaches over Carroll 
Burchett's shoulder in an attempt to get the ball but can't quite 
reach it as 'Big Krd' wheels and starts down the floor with the ball. 



FOR THE FINEST IN 
REFRESHMENT TRY 

Borden's 

Very Big On 
Flavor 



Learning never stops for engineers at Western Electric 



There’s no place at Western Electric for engi- 
neers who feel that college diplomas signify 
the end of their education. However, if a man. 
can meet our quality standards and feels that 
lte'is really just beginning to learn . . . and if he 
is ready to launch his career where learning is 
an important part ot the job and where gradu- 
ate-level training oil and off the job is encour- 
aged — we want and need him. 

At Western Electric, in addition to the nor- 
mal learning-while-doing, engineers are en- 
couraged to move ahead in their fields by sever- 
al types of educational programs. Western 
maintains its own full-time graduate engineer- 
ing training program, seven formal manage- 
ment courses, and a tuition refund plan for 
out-of-hours college study. 

This learning atmosphere is just one reason 
why a career at Western Electric is so stimu- 
lating. Of equal importance, however, is the 
nature of the work we do. Our new engineers 
are taking part in projects that implement the 
whole art of modern telephony, from high- 
speed sound transmission and solar cells to 
electronic telephone offices and computer-con- 
trolled production techniques. 

Should you join us now, you will he coining 

Principal manufacturing locations at Chicago, III.: Kearny, N. J.i Baltimore, Md.j Indianapolis, Ind.; Allentown and laureldale, Pa., 
Winston-Salem, N. C.; Buffalo, N. Y.j North Andover, Mass.; Omaha, Neb.; Kansas City, Mo.; Columbus. Ohio. Oklahoma City, Okie 
Engineering Research Center, Princeton, N. J. Teletype Corporation, Skokie, III., and Little Rock, Ark Also Western Electric distri- 
bution centers In 33 cities and Installation headquarters in It cities General headquarters: 193 Broadway, New York 7, N. Y. 



to Western Electric at one of the l>est times in 
the company’s history. Its the management 
area alone, several thousand supervisory jobs 
are expected to open up to W.E. people within 
the next 10 years. And our work of building 
communicatidns equipment and systems Ite- 
comes increasingly challenging and important 
as the communications needs of our nation and 
the world continue to increase. 



Challenging opportunities exist now at Western 
Electric for electrical, mechanical, industrial, and chemi- 
cal engineers, at well at physical science, liberal arts, 
and business majors. All qualified applicants will re- 
ceive careful consideration far employment without 
regard to race, creed, color or national origin, for more 
information about Wettorn Electric, writ# College Rela- 
tions, Western Electric Company, Room 6206, 222 
Broadway, Now York 38, Now York. And bo sure to 
orrango for a Western Electric interview when our 
collage representatives visit your campus. 



1 Block from University 
820 S. Limestone St. 



944 Winchester Road 



Western Electric. 
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MEN AND WOMEN OF UNIVERSITY OF KENTUCKY! 



3 Summer Job 
Leading to a ' r iQ 
Lifetime- Career ! ^ 

Enter the^TCEROY Career Opportunity 

CONTEST Now! ^ aW 



IF I MN tU SPEND MY VACATION 
INVESTING IN MY FUTURE! J A CHANCE TO LEARN AND 

| ^ £4/R/V MONEY ALL SUMMER 



WE’LL HELP YOU GET THE JOB OPPORTUNITY YOU WANT TO HELP START YOUR LIFETIME CAREER 



Just fill out the Official Entry Blank 
obtainable at convenient locations 
on or near your campus! 

Be the winner from this college and you’ll have- 
a chance to land an exciting summer position 
offering on-the-job training with pay and every 
opportunity to measure your interest in and qual- 
ifications for a career of your choice. 

Ten students from this campus will be finalists. 
Efforts will be made to place all. of them in suit- 
able summer jobs. Plan to be one of the winners. 
You can get valuable experience. Arrangements 
have been made to place winners in such fields 
as: Electronics, Sales, Advertising, Publishing, 
Dramatics, Aviation, Petroleum, International 
Marketing, Banking, Law, etc. 

If undecided on your future career, you may 
fill out more than one Entry Blank specifying 
different career fields. Enter as often as you wish, 
but be sure to attach the bottom flaps from ten 
(10) empty packs or crush-proof boxes of Viceroy 
Cigarettes to each Official Entry Blank. 



Plan to Enttr the Field et Mathematics? Want to Be in Manufacturing or Marketing? Acting er Script Writini? 

A summer job in mathematics The on-the-job opportunity you WritingscriptsoractingonRadio 

could skyrocket you to a fasci- get this summer could lead you or on Television this summer 

nating future career. Win a job to a top-drawer position as an could Ire a stepping stone to a 

opportunity to workjn one of the executive of a blue-chip manu- Television, Stage or' Motion Pic- 

great Space Age industries! facturing or marketing concern. ture Career. 



Supervised By Specialists. This contest is administered by experienced College 
Placement Specialists and by a leading Management Consultant firm. You name the 
career you wish to follow and tell why you feel you can succeed in this work. If you win, 
the chances are excellent you’ll be working in this field this summer.- 

Let’s not kid each other! VVe are promoting this- contest in order to persuade more 
college students to smoke Viceroys. We’re convinced that once you’ve smoked several 
packs you’ll decide that Viceroy is the cigarette for you. In order to introduce you to 
Viceroys, we have created the Viceroy Career Opportunity Contest which we feel is 
most worthwhile for you to enter. 



C<M1. BROWN k WILLIAMSON TOBACCO COHP. 



PRIZE AND CONTEST DETAILS 



Any student of this college, part or full time, ment with an executive in the car 

may enter this contest on an Official Entry Blank winning candidate’s choice. $10 

available at several convenient locations on your expense money will be provided, 
campus. The rules arc simple to follow. If for any is unsuccessful in landing the job, 
reason you cannot readily locate an Entry Blank, 
consult your College Placement Office. Full rules 
and regulations arc imprinted on Official Entry 
Blanks. This contest is subject to all governmental 
regulations and is voiil wherever prohibited, 
taxed or otherwise restricted. 

There will he one winner on your campus. Ar- 
rangements will lie made for a personal uppomt- 



Fill out your Entry Blank today! All entries must 
be postmarked not later than March 31, 11)62. 



Also Available In 
Crush- Proof Boa 
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